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MasterKeys Pro M RGB 


Mechanical RGB Keyboard with Cherry MX Switches 


Features 


Brilliant RGB lighting with 16.7 million colors — 


Exclusive design makes each LED pop-out and shine. 


Compact form factor - NumPad and arrows keys 


are combined into a single block to save space. 


Multiple lighting modes - Change and customize 


colors with or without software. Presets include 


Color Wave, Breathing, and responsive effects. 


CHERRY MX switches - Guaranteed for 50 million 


keystrokes, CHERRY MX switches give you the tactile 


preference you desire. 


On-the-fly macro and profile support - Save 


macros and settings hassle free without software. 


Sleek, minimalistic design - Refined symmetry 


and a heavy-weight quality build help keep things 


clean and simple. 


EAN code (Blue switch US) 
UPC code (Blue switch US) 
EAN code (Brown Switch US) 
UPC code (Brown Switch US) 
EAN code (Red Switch US) 
UPC code (Red Switch US) 
EAN code (Silver Switch US) 
UPC code (Silver Switch US) 
Net weight 

Gross weight 

Package Dimensions 
(LxWxH) 

Carton dimension 

(Lx W x H) / Units 

Carton / Pallet 


4719512055113 
884102030581 
4719512055274 
884102030598 
4719512054963 
884102030574 
4719512057995 
884102031151 
1025g 

127210 


395 * 188 * 49 mm 
517 * 410 * 210mm 10PCS 


36 Carton / Pallet 


With the MasterKeys Pro M, you get the best of 
both worlds: the brightest LEDs and the best 
tactile feeling that gamers have come to love. 
How is this possible? We completely redesigned 
the interior to fit both Cherry MX switches AND 
big, fat, juicy LEDs that can radiate 16.7 million 
colors. You also get on-the-fly macros, profile 
support, and easy-to-use software - all in a 
sleek, minimalistic design. 


Specifications & Packing Information 


Product Number (Blue switch US) | SGK-6040-KKCL1-US 


Product Number (Brown switch 
US) 


Product Number (Red switch US) 


SGK-6040-KKCM1-US 
SGK-6040-KKCR1-US 
Product Number (Silver switch US) | SGK-6040-KKCS1-US 


Product Name MasterKeys Pro M RGB 


CHERRY MX 


SwitcniypE Red / Brown / Blue / Silver 
Material Plastic / Metal 

Color Black 

LED Color RGB 

Polling Rate 1000 Hz 


Repeat Rate 
Response Rate 
MCU 

On board Memory 


On-the-fly system 


1x / 2x / 4x / 8x 
ims 

32bit ARM Cortex M3 
512KB 


Macro Record and Lighting 


Smart cable manager With 3 ways 

Wrist rest N/A 

Cable Detachable with Micro-USB 
AP support GUI supports 


Connector Cable 
Cable Length 


Dimensions 
Product Weight 


USB 2.0 with Braided 
1.5 Meters 
377 * 141 * 38 mm 


(without cable) es g 
Warranty 2 years 
Cont. W/ Pallet Carton/ Pallet W/O Pallet 
20’ 4320 PCS 432c/12p N/A 
40' 9360 PCS 936c/26p N/A 
40 HQ 10400 PCS 1040/26 p N/A 


Age: Make It Yours. 


Gallery 


PROFILE L 


Cherry MX Switches Lighting Customization via Software 


Front View Profile view 


